OLYMPUS® 


Compact Zoom Microphone 
ME32 


BJ] Compact Zoom Microphone ME32 

INSTRUCTIONS 


Features 

•The directional microphone which can be recording the sought sound clearly such as a 
lecture. ©The microphone cord can be put tidily by winding to the microphone stand. •The 
wind screen is supplied to decrease the wind noise. •The microphone stand spread in left 
and right and well stability. 

Specifications 

Type: Electret condenser microphone (ME32) 

Directionality: Uni-directional 
Frequency response: 70 Hz - 14,000 Hz 
Sensitivity: -36.8 dB (0dB=1V/Pa, 1kHz) 

Output impedance; 1.1 kQ 

Power supply: Plug-in-power system (2 V - 5 V) 

Output Plug Type: 03.5 mm gold-plated 3-prong monaural plug 
External dimensions; 115.8 mm x 19.2 mm x 26.6 mm 
Microphone dimensions; 010.7 mm x 115.8 mm 
Cord length; 1 m 

Weight; Approx. 31 g (including the cords) 

Included; Wind screen (illustration 〇 ), Case 

Performance Precautions 

• Do not use this microphone with any recorder that cannot supply power to an external 
microphone. 

• If you are using this microphone with a recorder not made by OLYMPUS, we cannot 
guarantee the specified sensitivity. 

• Read manuals of the device you connect the microphone with. 

• Plugging in-and-out while recording will cause malfunction or noise. 

• As noise may affect surrounding electronic equipment, disconnect the ME32 when making 
connections to a recorder or computer. 

Precaution 

• For safety, do not leave this product within the reach of infants and children. 

• Do not disassemble the microphone. 

• Do not subject the microphone to excessive shock. 

• Avoid use or storage for long periods of time in extremely hot and/or humid place. 

• Do not bend or twist the plug part forcibly. 


a 


"CE" mark indicates that this product complies with the European requirements for safety, 
health, environment and customer protection. 



This symbol [crossed-out wheeled bin WEEE Annex IV] indicates separate collection of waste 
electrical and electronic equipment in the EU countries. Please do not throw the equipment into 
the domestic refuse. Please use the return and collection systems available in your country for 
the disposal of this product. 

Applicable Product: ME32 




圧 ] Microphone-zoom compact ME32 

MODE D’EMPLOl 


の 3 Kompaktes Zoom-Mikrofon ME32 

BEDIENUNGSANLEITUNG 


Caracteristiques 

• Le microphone directionnel peut enregistrer clairement le son souhaite, comme lors d'une 
conference. ©Le cordon du microphone peut etre accroche soigneusement en I’enroulant 
au support pour microphone. •Lecran anti-vent est fourni pour reduire le bruit du vent. 參 Le 
support pour microphone s 省 tend a gauche et a droite avec stabilite. 

Informations techniques 

Type: Microphone condensateur a electret (ME32) 

Directivity: Unidirectionnel 

Reponse en frequence: 70 Hz -14.000 Hz 

Sensibility: -36,8 dB (0dB=1V/Pa, 1kHz) 

Imp を dance de sortie: 1,1 kQ 

Alimentation: Systeme d'alimentation (2 V — 5 V) 

Type de prise de sortie: Fiche monaurale a 3 broches plaquees or 03,5 mm 

Dimensions exterieures; 115,8 mm x 19,2 mm x 26,6 mm 

Dimensions du microphone: 010,7 mm x 115,8 mm 

Longueur du cordon: *1 m 

Poids: Environ 31 g (cordons Indus) _ 

Indus: Ecran anti-vent (illustration 〇 ), Etui 

Remarques d'utilisation 

• La sensibilite mdiquee n'est pas garantie sans I'utilisation d’un enregistreur OLYMPUS. 

• Veuillez lire le mode d’emploi du dispositif sur lequel vous branchez le microphone. 

• Si vous le branchez ou お branchez en cours d'enregistrement il y a un risque de 
dysfonctionnement ou de bruit. 

• Ne convient pas pour des applications d’enregistrement de son speci 円 ques telle quel’ 
enregistrement de la reconnaissance vocale. 

• Des interferences peuvent se creer avec d'autres appareils electroniques situ ろ s dans le 
voisinnage. Veillez a debrancher les microphones ME32 lors d’une connexion vers un 
autre enregistreur ou vers un ordinateur. 

Attention 

• Pour des raisons de securite, ne pas laisser ce produit a la portee des bebes ni des 
enfants. 

• Ne demontez pas le microphone. 

• Evitez les coups et chocs contre le microphone. 

• N'utilisez pas et ne stockez pas le micro dans des lieux tres chauds/humides pendant de 
longues p ろ nodes. 

• Ne cherchez pas a forcer pour inserer la prise connecteur, vous risqueriez de plier ou 
tordre la prise. 


Merkmal 

• Das vielseitige Richtmikrofon kann den angestrebten Ton wie z. B. einen Vortrag deutlich 
aufnehmen. •Das Mikrofonkabel kann ordentlich um das Mikrofongestell gewickelt werden. 

• Der mitgelieferte Windschutz dient der Verminderung von Windger さ uschen. •Das nach 
Links und Rechts aufkiappbare Mikrofongestell sorgt fur Stabilit さ t. 

Technische Daten 

Typ: Elektret-Kondensatormikrofon (ME32) 

Direktionalitat: Unidirektional 
Frequenzbereich: 70 Hz -14.000 Hz 
Empfindlichkeit; -36,8 dB (0dB=1V/Pa. 1kHz) 

Ausgangsimpedanz: 1,1 kQ 

Stomversorgung: Plug-ln-Netzanschluss (2 V - 5 V) 

Steckertyp: 03,5 mm gold-beschichteter 3-poliger Mono-Stecker 
Abmessungen: 115,8 mm x 19,2 mm x 26,6 mm 
Abmessungen des Mikrofon: 010,7 mm x 115,8 mm 
Kabellange;1 m 

Gewicht: ca. 31 g (inklusive der Kabel) 

Inklusive; Windschutz (illustration O), Tasche 

Bedienungshinweise 

• Das Mikrofon kann nicht mit einem Rekorder verwendet werden, der keine 
Spannungsversorgung der Mikrofonbuchse gew さ hrieistet. 

• Die angegebene Empfindlichkeit ist nicht garantiert, wenn kein OLYMPUS Rekorder 
verwendet wird. 

• し esen Sie die Gebrauchsanweisungen der Gerate, mit denen Sie das Mikrofon verbinden. 

• Das Einstecken und Herausziehen des Steckers wahrend der Aufnahme verursacht 
Fehifunktionen und Gerausche. 

• Da an in der Nahe befindlichen elektronischen Aniagen Rauschen auftreten konnte, 
trennen Sie das ME32 ab, wenn Sie AnschlCisse an Rekorder Oder Computer durchfCihren 
mochten. 

Achtung 

• Aus Sicherheitsgrunden dieses Produkt stets so aufbewahren, dafl Kinder keinen Zugriff 
haben konnen. 

• Zerlegen Sie das Mikrofon nicht in seine Einzelteile. 

• Vermeiden Sie StoRe Oder Schlage gegen das Mikrofon. 

• Verwenden Oder lagern Sie das Mikrofon nicht langer in sehr he 化 en und/oder feuchten 
Often. 

• Biegen Oder knicken Sie den Stecker nicht gewaltsam. 


cc 


L’indication «CE» signifie que ce produit est conforms aux exigences europeennes concernant 
la securite, la sante, I'environnement et la protection du consommateur. 


cc 


Das hCE" Zeichen best さ tigt die ubereinstimmung mit den Europ さ ischen Bestimmungen fur 
Betriebssicherheit und Umweltschutz. 



Ce symbole [poubelle sur roues bar お e d’une croix WEEE annexe IV] indique une collect© 
separee des dechets d'equipements electriques et electroniques dans les pays de I'UE. 
Veuillez ne pas jeter Teq 山 pement dans les ordures domestiques. Pour la mise en rebut de ce 
produit, utilisez les systemes de traitement et de collects disponibles dans votre pays. 
Product concerne; ME32 



Dieses Symbol [durchgestrichene M 山 Itonne nach WEEE Anhang IV] weist auf die getrennte 
Riicknahme elektrischer und elektronischer Gerate in EU-Landern hin. Bitte werfen Sie 
das Gerat nicht in den Hausmull. Informieren Sie sich uber das in Ihrem し and gultige 
Riicknahmesystem und nutzen dieses zur Entsorgung. 

Anwendbare Produkte: ME32 


OLYMPUS IMAGING AMEmCA INC. 

3500 Corporate Parkway, RO. Box 610, Center Valley, PA 18034.0610, U.S.A. 

Tel.1■888-553-4448 

http://www.olympusamerica.com 


OLYMPUS IMAGING & AUDIO 

KeyMed House, Stock Road, Southend-on-Sea, Essex, SS2 5QH, UK 
Tel.+49(0)800 111 4777 

http://www.olympus.co.uk 



























OLYMPUS® 


Compact Zoom Microphone 
ME32 


lii Microfono zoom compatto ME32 

旧 TRUZIONI 


Microfono zoom compacto ME32 

INSTRUCCIONES 


Caratteristkhe 

• II microfono direzionale che puo registrars il suono desiderato, quale quello di una lezione. 

• II cavo del microfono puo essere riordinato avvolgendolo al cavalletto del microfono. 
•Viene fornito un parabrezza per diminuire il rumore del vento. •!! cavalletto del microfono 
si apre verso destra e sinistra per una migliore stability. 

Caratteristkhe tecniche 

Tipo: Microfono condensatore a elettrete (ME32) 

Direzionalita; Unidirezionale 
Risposta in frequenza: 70 Hz -14.000 Hz 
Sensibilita; -36,8 dB (0dB=1V/Pa, 1kHz) 

Impedenza di uscita:1,1 kQ 

Alimentazione: Sistema autoalimentato (2 V - 5 V) 

Tipo di connettore use け a: Spina mono tridente cromata in oro da 03,5 mm 

Dimensioni esterne; 115,8 mm x 19,2 mm x 26,6 mm 

Dimensioni del microfono; 010,7 mm x 115,8 mm 

Lunghezza del cavo: 1 m 

Peso: circa 31 gr (cavi inclusi) 

Accessori; Parabrezza (illustrazione O), Scatola 

Precauzioni d'uso 

• Non collegare il microfono a un registrators privo di alimentazione. 

• Se il microfono viene collegato a un registrator© di una marca differente da OLYMPUS, la 
sensibilita specificata non を garantita. 

• Leggere attentamente le istruzioni d’uso dell’apparecchio da collegare al microfono. 

• Collegare e scollegare il microfono mentre la registrazione e m atto, puo causare 
malfunzionamenti o rumore. 

• Poiche il rumore puo disturbare I’attrezzatura elettronica circostante, disconnettere i 
microfoni ME32 quando si effettuano collegamenti a un registrators o computer. 

Precauzioni 

• Tenere il prodotto fuori dalla portata del bambini. 

• Non smontsre il microfono. 

• Non sottoporre il prodotto a urti violent!. 

• Non utilizzare o conservare il prodotto per lungo tempo in ambienti troppo caldi e/o umidi. 

• Non forzare o piegare il connettore. 


Caracteristicas 

• El microfono direccional puede grabar con una alta calidad el sonido deseado como, por 
ejempio, una conferencia. •El cable del microfono se puede enrollar pulcramente alrededor 
del soporte del microfono. •Se suministra una pantalla anti-viento para reducir el ruido 

de viento. • El soporte del microfono tiene una amplia base, con lo que se consigue una 
estabilidad optima. 

Especificaciones 

Tipo: Microfono condensador de electreto (ME32) 

Direccionabilidad: Unidireccional 
Respuesta de frecuencia; 70 Hz -14.000 Hz 
Sensibilidad: -36,8 dB (0dB=1V/Pa, 1kHz) 

Impedancia de salida: 1,1 kQ 

Alimentacion; Conexion a la red electrica (2 V - 5 V) 

Tipo de clavija de salida; Enchufe monoaural de 3 flancos dorado 03,5 mm 

Dimensiones externas: 115,8 mm x 19,2 mm x 26,6 mm 

Dimensiones del microfono; 010,7 mm x 115,8 mm 

し ong け ud del cable: 1 m 

Peso: 31 g aprox (incluye los cables) 

Accesorios; Pantalla anti-viento (ilustracion 〇 ), Estuche 

Cuidados para su buen fundonamiento 

• No utilice este microfono con una grabadora que no pueda alimentar un microfono externo. 

• Si utiliza este microfono con una grabadora que no sea OLYMPUS, no se garantiza la 
sensibilidad especificada. 

• Lea los manuales de los dispositivos a los que conecta el microfono. 

• La conexion o desconexion durante la grabacion provocara un mal funcionamiento o ruido. 

• Como el ruido puede afectar a los equipos electronicos cercanos, desconecte el ME32 
cuando reslice conexiones con una grabadora u ordenador. 

Precaution 

• Por razones de seguridad, no deje este producto cerca del alcance de los ninos. 

• No desmonte el microfono. 

• No someta el microfono a fuertes golpes. 

• Evite usar el producto o guardarlo durante un largo periodo de tiempo en un lugar 
extremadamente c ろ lido y/o humedo. 

• No doble 0 retuerza el conector bruscamente. 


a 


II marchio "CE" indica che questo prodotto e conforms alle norms della comunita europea per 
quanto riguarda la sicurezza, la salute, I'ambiente e la protezione del consumatore. 


c ら 


し a marca "CE" indica que este producto cumple con los requisites europeos en materia de 
seguridad, salud, medio ambient© y proteccion al consumidor. 



Questo simbolo [contenitore di spazzatura barrato come illustrato nell'allegato IV della direttiva 
WEEE] indica una raccolta separata dei rifiuti di apparecchiature elettriche ed elettroniche nei 
paesi deirUnione Europea. Si prega di non gettare questo dispositive tra i rifiuti domestici. Si 
prega di utilizzare i sistemi di raccolta e di recupero disponibili per lo smaltimento di questo tipo 
di dispositivi. 

Prodotto applicable: ME32 



Este simbolo [un contenedor de basura tachado con una X en el Anexo IV de WEEE] indica 
que la recogida de basura de equipos electricos y electronicos debera tratarse por separado 
en los paises de la Union Europea. No tire este equipo a la basura domestica. 

Para el desecho de este tipo de equipos utilice los sistemas de devolucion al vendedor y de 
recogida que se encuentren disponibles. 

Producto aplicable; ME32 


而 コンパクトズームマイクロホン ME32 

取扱説明書 

特長 

♦講義の収録など、狙った音を収音できる指向せマイク。 

♦コードは、マイクスタンドに巻きつけて、すっきり収納。 

♦風切音を低減するウィンドスクリーン付き。 

♦左ちに広がるマイクスタンドは安定せ抜群。 

仕様 

型式：エレクトレットコンデンサー型 （ ME 32) 

指向特性：単一指向性 
周液数特性： 70 Hz - 14,000 Hz 
感度： -36.8 dB (0 dB = lV / Pa , IkHz ) 

出カインピーダンス： 1.1 kQ 

電源：プラグインパワー方式 （2 V 〜5 V ) 

プラグ：ホ 3.5 mm 3極モノラル金メッキプラグ 
かお寸ま：11 5.8 mm X 1 9.2 mm x 26.6 mm 
マイク部寸法：ホ 10.7 mm X 11 5.8 mm 
コード長：1 m 

重量：約31 g (コードを含む） 

付属品：ウインドスクリーン（イラスト〇)、ケース 

使用上のご注意 

* 外部マイクロホンに電源を供給ずる機能のないしコーダに接続して使用ずること 
はできません。 


囚 |] KoMnaKTHbm 3yM-MNKpo(|)OH ME32 

MHCTPy 叫 M 巧 

OCOOeHHOCTH 

• H 日 npSBJieHHblM MMKpO ホ OH, C HOMOLiJbK) KOTOpOfO MO>KHO BbinOJIHATb HeTKytO SSFlMCb 
3ByKa c Hy>KHoro Mecra, HanpuMep Ha neKMunx. •山 Hyp MUKpo 中 OHa mo>kho aKKypaiHO 
HaMOTSTb Ha MUKpo ホ OHHy の CTOMKy. • 口 na yweHb 山 eHua 山 ywa Beipa nocTaBnaeTca 
BerpoBOM 3KpaH. 參 flna nyw 山 e 內 ycTOMMUBOCTU onopbi MUKpo 450 hhom cto 內 km mo>kho 
paSBOpaHMBaTb Bnp 日巳 O M BJieBO. 

Cn 叫 

Tun: SneKTpeTHbiM KOHfleHcaropHbm MUKpo ホ oh (ME32) 

HanpaBJieHHOCTb ； OflHOHanpaBneHHbm 
fldanasoH nacTOT ： 70 fq -14.000 fq 
HyBCTBMTenbHOCTb ； -36,8 flB (Ofl 目 =1B/PA, IkFm) 

BbixoflHOM MMne 月 aHC: 1,1 kOm 

nMTaHMe: BcTpoeHHaa cucreMa nmaHUfl (2 B - 己 B) 

Tun BbixoAHoro paskewa: 3 •山 TbipbKO 巳 bi 月 （ 03,5 mm), moho ホ OHi/necKW 內山 TeKep c 
n030n0HeHHblMM KOHTaKT 日 MM 

Bhb 山 Hue pasMepbi: 115,8 mm x 19,2 mm x 26,6 mm 
PasMep MMKpo 中 OHa: 010,7 mm x 115,8 mm 
口 nwHa 山 Hypa:1 M 

Bee; Okojio 31 r (BwecTe c npoBOflawn) 

口 onojiHMTenbHbie npuHagnewHOCTW: BeipoBoPi SKpaH (wnniocTpai 41 O), Oyrnap 

npeAynpewACHUfl no npHMeHeHHto 

• He ncnonbsywTe 3 tot MMKpo 中 oh c sanucbi 巳 atoLi^nMH ycrpoMCTBaMU, KOTopbie He 
noAatoT nuT 日 Hue H3 bhs 山 hmw MMKpo 中 oh. 

■ Ecnn 巳 bi Mcnonbayere stot MUKpo 中 oh c ssnucbiB 日り 琴 m ycrpoMCTBOM UHoro 
npoM3 巳 oguTerm, Hewenu OLYMPUS, mbi He MO>KeM rapaHTupoeaTb 3aa 巳 jishhom 
H yBCTBMTenbHOCTM. 

• ripoHTMTe pyKOBOflCTBO no 3KcnnyaTai4MM ycTpo 內 ctbs, k KOTopowy 巳 bt noflKn の wunu 3tot 
MMKpo 中 OH. 

• rio 口 KJIKDHeHUe BO BpeMA 3 日 rmCM MOWeT CTaTb npUHMHOil HSMCnpaBHOCTM MflM 山 ywa. 

• riocKonbKy 山 yM mowst noBJiMATb Ha pa6oTy OKpywa。 山 iSro sneKTpoHHoro 
060 pyflOBaHwg, OTCoegnHaMTe ME32, Korfla bbi nponaeoflUTe noAKHtoneHun k 
flMKTO 中 OHy HJIM KOMHbKDTepy. 


-他社のしコーダと組み合わせた場合の感度は保証されません。 

* 接続する機器の取扱説明書をあわせてお読みください。 

-録音中にマイクの抜き差しをずると誤動作や雑音が生じる原因となります。 

-ノイズにより周迈電子機器に影響を及ぼずことがありまずので、しコーダをパソ 
コンに接続するときは、 ME 32 を外してください。 

巧り巧い上のごを意 

-ま全のため、この製品を幼児•子供の手の届く場所に放置しないでください。 

-分辭しないでください。 

-強いショックをちえないでください。 

-高温多湿の場所で長時間使用したり、保管しないでください。 

-プラグ部を強く曲げたり、ねじったりしないでください。 


Mepbi npego 灯 opowHOCTM 

• B L^enflx 6e3onacHOCTM He oct 日巳 nguTe aio nsflenne b wecTe, flocrynHOM flna 

MnafleH4e 巳 M fleieM. 

• He paaSupaMTe MUKpo 中 oh. 

• He noflBepraMTe MMKpo 中 oh cunbHbiM yflapaw. 

• UsSeraMTe flnuTenbHoro wcnonbsoBaHug nnn xpaHeHwg b ycnoBunx oneHb bncokom 
T eMneparypbi n/nnn bjiswhoctm. 

• He crM6ai/iTe m He Kpyrme paatew c 6ojib 山 mm ycunneM. 


C€ 


3 HaK "CE" 0603 HayasT, mto stot npo 凸 y" cooTBeicTByeT eeponsMCKUM TpeSoBaHMaw 
no 6 e 3 onacHOCTM, oxpaHe sgopoBbA, SKO/iornnecKOM 6 e 3 onacHOCTM m 6 e 3 onacHOCTH 
nonbaoBaienfl. 



3tot CMMBon [nepeMepKHyxan wycopHa 只 ypna WEEE Ha Koneeax, npunoweHMe IV] 0603 HayaeT 
paagenbHbiM c6op a/ieKxpuHecKHX m aneKxpoHHbix oxxoflOB b Pocchh. flowanyMCTa, He 
Bbi6pacbiBaMTe m3 が rma b Sutobom wycoponpoBO。, HcnonbsyMxe CMcreMbi BOSBpaTa w c6opa 
(ecnn raKOBbie mms 怕 tca) 叫《 yTunnaaquM OTXoflOB Bbi 山 eyKas 日 HHbix thhob. 
npuMSHUMoe Msaenne: ME32 
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